GENUINE CURTEICH-CHICAGO *’C.T. PHOTO COTE” POST CARD ( R EG. U . S. PAT. OF F. ) 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 






Administration Building, 
Southwestern Tech, 
Weatherford, Okla. 














